SOUTH  CHURCH 

(United  Church  of  Christ) 

New  Britain,  Connecticut 
Organized  in   1842,  its  present  building  completed 
in  1867,  this  church  seeks  to  minister  in  the  heart 
of  the  city  and  to  the  world. 
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